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Message Text 


UNCLASSIFIED 

PAGE 01 HAMBUR 00414 051058Z 

17 

ACTION SCSE-00 

INFO OCT-01 ISO-OO VA-01 /002 W 

025756 

P 051029Z MAR 75 

FM AMCONSUL HAMBURG 

TO SECSTATE WASHDC PRIORITY 3327 

UNCLAS HAMBURG 0414 

E. O. 11652: N/A 
TAGS: CFED 

SUBJ: DIALYSIS EQUIPMENT FOR VETERAN 
REF: STATE 45866 

HEMODIALYSIS MACHINES AVAILABLE TO VETERAN IN HAMBURG. MACHINES 
CANNOT BE RENTED, TREATMENT POSSIBLE IN LOCAL HOSPITALS ONLY. 

EACH TREATMENT WILL COST DM 600 RPT DM 600 OR $264 RPT 264 AS PER 
TODAY'S RATE OF EXCHANGE. 

VETERAN SHOULD CONTACT ONE OF THE FOLLOWING TWO HOSPITALS 
IMMEDIATELY RPT IMMEDIATELY FOR NECESSARY PREARRANGEMENTS AND 
ENCLOSE A CERTIFICATE THAT ASTRALIA ANTIGEN IS NEGATIVE. 

HOSPITAL ADDRESS: 

(1) ALLGEMEINES KRANKENHAUS HEIDBERG, 

VIRENABTEILUNG, DIALYSE ZENTRUM 

2000 HAMBURG 62, TANGSTEDTERLANDSTR. 400 
TELEPHONE 52 471 

(2) ELISABETHKRANKENHAUS, DIALYSE INSTITUT 
PROFESSOR SARTORIUS 

2000 HAMBURG 6, SCHAEFERKAMP 43 
TELEPHONE 44 33 33. 

BROGAN 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FIAMBUR00414 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750076-1166 
From: HAMBURG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750381/aaaacvcm.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 45866 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 MAY 2003 by JonesKG>; APPROVED <25 FEB 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DIALYSIS EQUIPMENT FOR VETERAN 
TAGS: CFED 
To: STATE 
Type: TE 
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